Boston, Mass., 


Baseball Club 


71 Crawford 5S > Newark, Ne Je 


IN ACCOUNT WITH 


THE EMPLOYERS’ LIABILITY ASSURANCE CORPORATION, LIMITED 


OF LONDON, ENGLAND 
UNITED STATES GENERAL MANAGER AND ATTORNEY UNITED STATES BRANCH 
EDWARD C. STONE SAMUEL APPLETON BUILDING 
110 MILK STREET 


DEPUTY MANAGERS 
FRANKLIN P. HORTON 
ARTEMAS B. POOR 


Additional premi I F 
dated May 18, 1942 atta 


Please remit by certified or bank check 
by return mail. 


